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PAGE 01 STATE 137148 
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ORIGIN AID-26 

INFO OCT-01 ADP-00 DODE-OO CIAE-00 EA-07 IGA-02 INR-10 
/046R 

DRAFTED BY SER/ENGR/SA:JCALLAHAN:BLG 
07/12/73:EXT 70185 

APPROVED BY SA/CCD:FCOLLINS,JR. 

SF.R/ENGR/S A :BFDONNF,T .1 .Y 
SA/C:GKAMENS (PHONE) 

SER/CM/ROD/SA:RCARROLL (INFO) 

DESIRED DISTRIBUTION 

7C ACTION ENGR INFO SAB CMGT CTR CIAX DODX NSC 26P 

070117 

P 130005Z JUL 73 

FM SECSTATE WASHDC 

TO AMEMBASSY PHNOM PENH PRIORITY 

UNCLAS STATE 137148 

AIDAC 

E.O. 11652: N/A 

SUBJECT: VPC GENERATORS FOR ELECTRICITE DU CAMBODGE 
REF: (A) PHNOM PENH 6695; (B) PHNOM PENH 6955 

1. COST OF CONTRACT PREVIOUSLY ESTIMATED AT ABOUT 

$67,000 DOLLARS U.S. WORKING ON FIRM ESTIMATE INCORPORATING 
LATEST CHANGES. WILT. ADVISE COST ASAP. LEVEL OF EFFORT 
WILL BE 10 MAN MONTHS FIELD SERVICE WITH HOME OFFICE 
BACKSTOP AS REQUIRED. REQUEST YOU ESTIMATE AND ADVISE 
US OF LOCAL COSTS TO INCLUDE LODGING.FOOD, TRANS- 
PORTATION AND MISCELLANEOUS EXPENSES. 

2. GKR EMBASSY IN WASHINGTON SHOULD ESTABLISH A 
IRREVOCABLE LETTER OF CREDIT IN U.S. BANK AFTER 
CONTRACT IS EXECUTED TO COVER U.S. COSTS; GKR SHOULD 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 137148 

OPEN A REVOLVING ACCOUNT IN PHNOM PENH BANK TO COVER 
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CONTRACTOR LOCAL COSTS. 

3. WE ARE PREPARING A DRAFT CONTRACT. HOWEVER, UNABLE 
AT THIS TIME TO ADVISE PROPOSED DATE OF ARRIVAL PROJECT 
MANAGER. AFTER DRAFT CONTRACT PREPARED BOTH PARTIES 
MUST REVIEW AND APPROVE PRIOR TO EXECUTION. WILL 
EXPEDITE AND KEEP YOU ADVISED. ROGERS 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE137148 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JCALLAHAN:BLG 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730735/aaaaazha.tel 

Line Count: 68 
Locator: TEXT ON-LINE 
Office: ORIGIN AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 73 PHNOM PENH 6695, 73 PHNOM PENH 6955 

Review Action: RELEASED, APPROVED 

Review Authority: collinpO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 04 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04-Dec-2001 by thomasv0>; APPROVED <04-Feb-2002 by collinp0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: VPC GENERATORS FOR ELECTRICITE DU CAMBODGE 
TAGS: EAID, CB 
To: PHNOM PENH 
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